SECTION  II
TOWN  DIRECTORY

Codes used in the seven statements are explained
in detail and the expressions for the abbreviations
used in Statements are briefly explained herein
Statement I has been compiled in this Office and
Statements 11 to VI by obtaining the data from local
authorities having administrative control over the
towns

In the Statement I Col 2 to denote the civic
status of town the codes used are

Municipal Corporation /

Corporation                        M Corp

Municipality                              M

Cantonment Board /

Cantonment                         CB

Notified Area / Notified
Area Committee / Notified
Committee                            NAC

Gram Panchayat / Village

Panchayat                            P

lii Statement IV Col 6 to differentiate category
of road the following abbreviations are used

Pucca Road
Kuccha Road

PR
KR

Under Col 7 to specify the system of sewerage
the codes given are

Sewer

Open surface drains
Box surface drams
Sylk drains
Cesspool method
Pit System

S

OSD

BSD

SD

CD

Pt

In Col 11 the various prevalent methods of
disposal of night soil are given with the following
codes

Head loads
Baskets

Wheel Barrows
Septic tank latrines
Sewerage

HL

B

WB

ST

S

Under Cols 12 & 13, the codes used to state
the source of supply and system of storage of
protected \\ater suppl} are as follows

Overhead tank
Service reservoir
River infiltration gallery
Borewell Pumping System
Pressure tank
Tubewell Water /
Hand pump

Tap Water
Well Water
Tank Water

OHT

SR

IG

BWP

PT

TW
T
W
TK

The first five codes relate to the system of
storage of water in the town and the remaining four
codes represent the different sources of water supply
to the inhabitants of a town

In statement V under Col 4 to indicate the
type of medical facility available to the citizens, the
following codes are used

Hospital

Dispensary

Health Centre

Family Planning Centre

Tuberculosis Clinic

H
D
HC
FC
TB